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LIMITED WARRANTY 


TRIO-KENWOOD is proud of the quality and workmanship of its communication equipment. 
lf properly installed and operated in accordance with our instruction manual, it should give 
reliable performance. TRIO-KENWOOD extends to you as an owner of a new TRIO- 
KENWOOD product the warranty set forth below. 


HAS 


SCOPE 

TRIO-KENWOOD warrants to the original purchaser of this product that if a defect in material 
= or workmanship should occur within ninety (90) days of the original purchase date, then 
: TRIO-KENWOOD or an authorized TRIO-KENWOOD service station will provide, free of 
, charge, both parts (except tubes) and labor necessary to correct the defect. Periodic 
checkups and voltage conversions are not covered. TRIO-KENWOOD DISCLAIMS ALL 
LIABILITY FOR DAMAGES (consequential and otherwise) arising from the use of this 
product. No other warranty is given. TRIO-KENWOOD DISCLAIMS, after ninety (90) 
days have elapsed from the original date of purchase, all warranties, EXPRESS and 
IMPLIED, including the IMPLIED WARRANTY. of MERCHANTABILITY. State law may 
prohibit limitations on implied warranties and consequential damages; therefore, the above 
limitations or exclusions may not apply to you. This warranty gives you specific legal, rights 
and you may have other rights which vary from state to state. 


PERIOD 
THIS WARRANTY IS VALID FOR NINETY (90) DAYS FROM THE ORIGINAL DATE OF 
PURCHASE. 


PURCHASER RESPONSIBILITY 
. TRIO-KENWOOD requires the purchaser to do the following to qualify for warranty services. 
Failure to comply may void this warranty. 
: 1. Be able to show when the original purchase was made. Retain your sales slip or other 
r proof of purchase and send in your warranty registration card to TRIO-KENWOOD, 

2. Notify the authorized TRIO-KENWOOD dealer from which the equipment was purchas- 
ed, as soon as possible after discovery of a defect. Include the model and serial numbers 
together with. a description of the problem and a list of any associated equipment and how it 
is connected with your TRIO-KENWOOD product. 

3. First, bring your TRIO-KENWOOD. product. to. your Authorized TRIO-KENWOOD 

- dealer for inspection. and warranty service. If you are unable to obtain satisfactory ser- 
vice from your dealer, enclose the identity of the dealer and ship your product in a 
suitable container, fully insured and shipping charges prepaid, to TRIO-KENWOOD at 
the following address: 


TRIO-KENWOOD COMMUNICATIONS, INC. 
1111 West Walnut Street 
Compton, California 90220 


PROPER MAINTENANCE AND USE 
Read your owner’s manual for instructions on maintenance and proper use. This warranty 
will not apply to any failure TRIO-KENWOOD determines is, due to the following: 
1. Improper maintenance and repair, including the installation of parts which do not con- 
form to TRIO-KENWOOD specifications; oa 
2. Accidental or intentional damage; | 
3. Misuse, abuse, or neglect resulting in damage. 
This warranty. will not be voided by the installation of accessories (such as tone-signaling 
modules), provided the cause of an alleged defect is not traceable to such accessory. 
This warranty also does not cover: 
1. Customer-requested “check-ups” which do not disclose any defects. covered by the 
My warranty. 
2. Units‘on which the serial BA PAY 2 has been defaced, modified, or removed. 
3. Damage that occurred during shipment (claims gah! Sty presented to shipper). 
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warranty certificate 


LIMITED WARRANTY 


WARRANTY APPLIES ONLY TO PURCHASE WITHIN U.S.A. 


please read it carefully 
NOTE: WE SUGGEST YOU ATTACH YOUR SALES 
RECEIPT OR OTHER PROOF OF PURCHASE TO 
THIS CARD FOR YOUR FUTURE NEEDS. 
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Purchase Date 
Dealer’s Name ic 0$$ 
Model 1 M\ 201A 
Serial No. >| OOO | 


PLEASE SEE REVERSE SIDE FOR TERMS AND CONDITIONS. 
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